CENT 83-55

All of the citations issued in this case are section
104 (a) citations served on the respondent on June 6, 1983.

Citation No. 2076969, cites a violation of 30 CFR
77.1605 (d), and the condition or practice is as follows:

The caterpillar rock truck, company no.
912 being operated at Pit 001-0 was not
provided with an audible warning device
(front horn) in operating condition.
This truck was hauling top soil and
other equipment was being operated in
the area.  One rock truck, two front~-
end loaders, and one road grader.

Citation No. 2076970 cites a violation of 30 CFR 77.1110,
and the condition or practice is as follows:

The 96 caterpillar bulldozer being
operated at Pit 001-0 was not provided
with a fire extinguisher maintained in a
usable and operative condition.  The
fire extinguisher on this dozer was
equipped with a guage that showed the
extinguisher to be discharged.

Citation No. 2076971, cites a violation of 30 CFR 77.410,
and the condition or practice is as follows:

The caterpillar 14G road grader being
operated on the haul roads at the
001-0 pit was not equipped with an
automatic warning device that will give
an audible warning when the road grader
was put in reverse.  The warning
device -was not in operating condition.

Citation No. 2Q76972 cites a violation of 30 CFR 77.208 (e) ,
and the condition or practice is as follows:

The valves on two compressed gas
cylinders, one oxygen and one acetylene,
were not protected by covers. The
cylinders were located pn a portable
welding machine near pit 001-0.  Two
mechanics were working in this area.

1225nd on June  1,   1983,   he  terminated  it after compliance
